TEOKERWADI

TV9 24. (r)

(2) Dislocation
(a) Villages
(6) Families

(c)  Population

(d)  Roads:

(i) Highways
(ii) District Roads
(Hi) Village Roads

(e)  Railway Lines

(/) Temples, masques, eto.
(g) Graves, etc.

(A) Tiecs,    gaidetis,    pastures,
houses, wells, etc.
(i) Bridges

(5) Compensation   paid  under   each
category of item (2).

(4) Method of compensating for Lnd
of dispossessed landholders

V. AUXILIARY WORKS

(1) Suiplusing worka

(2) Outlet Work

(3) Scouring works

V5) Inspection facilities
(6)

One main natural waste weir open
type 957 feet long with a crest
width of 13 feet is located at the
south and is in continuation of the
dam. It is distinctly separate from
the main dam and is only 9 feet
bigh.

One ni&in and one emergency sluice
stony type in series each 10 ft. by
10 ft. cleai opening is located in the
head-works of the outlet tunnel
about 9 miles upstream of the dam
with sill level at R.L, 2108.

No sluices ate provided in the dair
and coLsequently no provision made
to drain the lake below draw off sU*
level R. L, 2117

(7) Means for dissipating energy below
the spillway
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